EA172.23 Arcadis Report 


Notes from meeting held Wednesday 18" October 2023 at Bar Hill PC — to discuss the Arcadis report of 
March 2021 on measures for flood alleviation. 


Present: Brian Heffernan and Richard Whelan .....Ccambs County Council 
Bunty Waters, Sue Jenkins, Graham Ellingham...........Bar Hill PC 
Mervyn Pope. 


It was agreed by all that it was disappointing that the general conclusions and recommendations from the 
report (options 1 to 4) were classed as having “low benefits”. 

BHPC would argue that there are 2 areas in which further works are needed and funding should be made 
available. 


1) Robin Close/Gladeside and Saxon Way — the risk of flooding to these areas has been shown to be linked 
to the Tesco site. Further work needs to be done to investigate the value of reprofiling to clear surface water 
(see 5.7.4.and 5.7.5 of report) 

In the meantime regular clearance of drains in all of these areas is important. 


2) Dam Brook (=Oakington Brook) bank slippage — although not directly referred to in the report, this is a 
major area of importance and concern within the village. Houses in Hollytrees, Watermead, Brookdale and 
Appletrees have the added risk of subsidence caused by movement (=slippage) of stream banks. 

Annually the PC spends 10K of precept monies on cutting back vegetation to ensure clear, uninterrupted 
flow of the Dam Brook along its length. 

In addition the PC has to fund a capital expenditure to maintain stream banks — in April 2022 this was 13K. 


Note -Additional works are now required to the Hollytrees/Appletrees area. 


It is therefore very important that we apply for funding from the EA or other sources to meet these costs. 


MP 


